TRUMP 

INTERNATIONAL HOTEL 
WASHINGTON, D.C. 


February 8, 2017 

VIA E-MAIL 

United States General Services Administration 
Portfolio Management - Suite 7600 
7 th & D Streets, S.W. 

Room 7660 

Washington, D.C. 20407 
Attn: Kevin Terry 

Kevin.Terry (5)gsa .gov 


RE: Select Clock Tower Costs (Landlord) Budget (February 2017 - April 2017) 

Dear Mr. Terry, 

Please find the following documents attached: 

1. February through April 2017 Select Clock Tower Costs (Landlord) Budget; 

o Note that all services are subject to applicable tax (5.75% D.C. sales tax is 
reflected in the figures) 

2. General Housekeeping Services proposal from 7C's Hospitality Solutions; 

3. Security Services proposal from G4S Secure Solutions (USA) Inc.; 

Please let me know any question you may have. 


Sincerely, 






